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ABSTRACT 


A  variable  bit  width  delta  modulator  (VBWDM)  demodulator  was  designed,  built 
and  tested  to  achieve  voice  and  music  communication  using  a  bandlimited  channel. 

Only  baseband  modulation  is  applied  to  the  input  signal.  Since  there  is  no  "clock" 
used  during  the  digitizing  process  at  the  modulator,,  no  bit  synchronization  is  required 
for  signal  recovery  in  the  receiver.  The  modulator  is  a  hybrid  design  using  7  linear  and 
3  digital  integrated  circuits  (IC).  and  the  demodulator  uses  2  linear  ICs.  A  Icv/pass  filter 
(LPF)  is  used  to  simulate  the  channel.  The  average  number  of  bits  sent  over  the  channel 
is  measured  with  a  frequency  counter  at  the  output  of  the  modulator.  The  minimum 
bandwidth  required  for  the  LPF  is  determined  according  to  the  intelligibility  of  the  re¬ 
covered  message. 

Measurements  indicate  an  average  bit  rate  required  for  intelligible  voice  trans¬ 
mission  is  in  the  range  of  2  to  4  kilobits  per  seconds  (kbps)  and  between  2  to  5  kbps  for 
music.  The  channel  3  dB  bandwidth  required  is  determined  to  be  1.5  kHz. 

Besides  the  hardware  simplicity,  VBWDM  provides  an  option  for  intelligible 
digitized  voice  transmission  at  very  low  bit  rates  without  requiring  synchronization. 
Another  important  feature  of  the  modulator  design  is  that  no  bits  are  sent  when  no 
signal  is  present  at  the  input  which  saves  transmitter  power  (important  for  mobile 
stations)  and  reduces  probability  of  intercept  and  jamming  in  military  applications. 
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I.  INTRODUCTION 


In  a  typical  digitized  voice  communication  system,  the  analog  voice  signal  is  sam¬ 
pled  and  the  sample  values  are  converted  to  a  digital  (usually  binary)  signal.  A  voltage 
representing  these  digits  is  transmitted  over  a  communication  channel  (i.e.,  phone  wire, 
waveguide,  free  space).  At  the  receiver  the  recovered  digits  are  converted  back  to  analog 
form  for  reproduction  of  the  voice  signal. 

Pulse  code  modulation  (PCM)  is  a  well-known  method  for  the  analog-to-  digital 
conversion  of  voice  signals.  In  PCM  telephone  applications,  the  standard  bit  rate  is  64 
kbps. 

An  alternative  method  of  analog  to  digital  conversion  is  delta  modulation  (DM). 
DM  is  much  simpler  and  cheaper  than  PCVl  (Ref  1].  Also,  for  voice  signals.  DM  ofl'ers 
a  bit  rate  or  channel  bandwidth  reduction  capability  when  compared  with  PCM.  espe¬ 
cially  in  telephone  communication  systems  [Ref  2:  p.  69]. 

.-\11  present  DM  systems  use  a  clock  to  generate  bits  at  a  fi.xed  rate  (16  kbps  or  32 
kbps).  The  U.S.  ntilitarx’  standard  is  16  kbps  using  continuously  variable  slope  delta 
modulation  (CVSDM ). 

The  objective  of  this  research  is  to  construct  and  operate  an  unclocked  DM.  A 
second  objective  is  to  determine  the  minimum  bandwidth  required  to  transmit  intelligible 
speech  represented  by  the  variable-width  bits. 

This  report  presents  the  design,  characteristics  and  test  results  of  an  undocked  var¬ 
iable  bit  width  delta  modulator  (VBWDM)  as  well  as  a  hard  limiter  type  of  analog-to- 
digital  converter  that  are  used  for  digitized  voice  communication  over  a  bandlimited 
channel.  The  channel  is  simulated  by  a  filter.  A  block  diagram  of  the  experimental 
setup  is  shown  in  Figure  I. 

Chapter  11  presents  the  background  for  better  understanding  of  a  DM  system  and 
the  comparison  of  DM  with  PCM.  A  brief  discussion  of  the  hardware  designs  that  are 
realized  in  this  research  is  also  included  in  this  chapter. 

Chapter  111  is  focused  on  VBWDM.  Detailed  descriptions  of  design  and  operation 
of  the  hardware  blocks  that  constitute  the  VBWD.M,  the  channel  filter  and  the  receiver 
subsystem  are  given  in  this  chapter. 

Chapter  IV  gives  the  detailed  description  of  the  hardware  and  the  operation  of  the 
hard  limiter  type  of  analog-to-digital  converter.  Although  this  design  is  totally  inde- 
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pendent  from  the  VBW'DM  design,  the  same  hardware  blocks  for  the  channel  simulating 
filter  and  for  the  receiver  are  used.  This  enables  comparison  of  the  performance  of  both 
systems.  In  both  chapters,  pictures  and  diagrams  related  to  the  design  and  operation 
of  the  systems  are  presented. 

The  results  of  the  research  are  presented  in  Chapter  V.  The  conclusions  and  the 
recommendations  are  in  Chapter  \T.  The  circuit  diagrams  are  included  in  the  Appendix. 
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II.  BACKGROUND  AND  DISCUSSION  OF  DESIGN  TYPES 
A.  BACKGROUND 

The  idea  of  coding  the  human  voice  into  digital  pulses  was  conceived  more  than  four 
decades  ago.  Exploitation  had  to  await  the  ushering  in  of  the  transistor  era.  Various 
digitizing  systems  have  gradually  evolved.  [Ref  2:  p.  69] 

One  method  of  digitization  is  to  sample  the  analog  signal  at  regular  discrete  intervals 
and  code  the  sample  values  into  binary  words.  This  procedure  is  called  pulse  code 
modulation  (PCM).  [Ref  2;  p.  69] 

Since  the  diOerence  between  adjacent  time  samples  for  speech  is  small,  sampling 
techniques  have  evolved  based  on  transmitting  sample-to-sample  differences  rather  than 
the  actual  sample  values.  Thus  the  communication  task  is  that  of  transmitting  the  dif¬ 
ference  (the  error  signal)  between  the  predicted  and  the  actual  data  sample.  For  this 
reason,  this  class  of  coder  is  often  called  differential  pulse  code  modulator  (DPCM). 
[Ref  3:  pp.  62S-629] 

The  exploitation  of  signal  correlations  in  DPCM  suggests  the  further  possibility  of 
oversampling  a  signal  to  increase  the  adjacent  sample  correlation  and  thus  to  permit  the 
use  of  a  simple  quantizing  strategy.  Delta  modulation  (DM  )  is  precisely  such  a  scheme. 
In  its  original  form,  the  DM  coder  operates  by  approximating  an  input  time  function 
by  a  scries  of  linear  segments  of  constant  slope.  Such  a  coder  is  therefore  referred  to  as 
a  linear  delta  modulator  (LDM).  [Ref  4:  p.  621] 

.-X  DM  system  sulfer  from  two  types  of  quantizing  error,  slope  overload  distortion 
and  granular  noise.  Slope  overload  is  said  to  occur  when  the  step  size  is  too  small  to 
follow  a  steep  segment  of  the  input  waveform.  Granularity  on  the  other  hand,  refers  to 
a  situation  where  the  staircase  function  hunts  around  a  relatively  flat  segment  of  the 
input  function  because  the  step  size  is  too  large  relative  to  the  local  slope  characteristics 
of  the  input.  T  herefore.  relatively  small  values  of  step  size  accentuate  slope  overload, 
while  relatively  large  values  of  step  si/e  increase  granularity.  [Ref  4:  p.  622] 

The  step  size  also  deterntincs  the  peak  error  when  the  slope  is  vcr>'  small.  Tor  ex¬ 
ample.  it  is  easily  verified  that,  when  the  input  is  zero  (idle  channel  condition),  the  out¬ 
put  of  the  quantizer  will  be  an  alternating  sequence  of  O's  and  I's  in  which  case  the 
reconstructed  signal  at  the  decoder  will  alternate  about  zero  (or  some  constant  level) 
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with  peak-to-pcak  variation  of  the  step  size.  This  latter  type  of  quantization  error  is  also 
called  granular  noise.  [Ref.  5] 

It  is  thcrcrore  clear  that  the  choice  of  optimum  step  size  that  ma.ximizes  the  mean- 
square  value  of  the  quantizing  error  in  a  LD.M  will  be  the  result  of  a  comproinise  be¬ 
tween  slope  overload  distortion  and  granular  noise.  (Ref  6:  p.  449] 

It  is  apparent  that  in  DVI  systems  the  rate  of  information  is  simply  equal  to  the 
sampling  rate.  [Ref  6:  p.  446] 

A  block  diagram  of  a  basic  DM  system  is  shown  in  Figure  2.  The  principal  virtue 
of  D.M  is  its  simplicity.  It  may  be  generated  by  applying  the  sampled  version  of  the  in¬ 
coming  signal  to  a  modulator  that  involves  a  suiruiier,  quantizer  and  accumulator  [Ref 
6:  p.  446]. 


Analog  Signal 
ln|:>u[ 


DM  Outi.’Ui 


Figure  2.  l  lie  block  diagram  of  a  basic  DM. 

Important  differences  between  a  basic  DPC.M  and  a  D.M  networks  are  the  use  of  a 
2-levcl  (I-bit)  quantizer  in  DM  and  replacement  of  a  general  predictor  network  with  a 
simple  integrator  which  can  be  regarded  as  a  first-order  predictor  with  prediction  coeffi¬ 
cient  equal  to  one  corresponding  to  perfect  integration  (less  than  one  to  leaky  inte¬ 
gration).  [Ref  4;  p.  622] 

Subjective  voice  tests  and  noise  measurements  have  shown  that  a  DM  system  (lin¬ 
ear)  operating  at  40  kbps  is  equivalent  to  a  standard  I’C.M  system  operating  with  a 
sampling  rate  of  8  kllz  and  5  bits  per  sample.  At  lower  bit  rates,  DM  is  better  titan 
standard  PC.M  (the  latter  still  using  8  kllz  sampling  and  a  reduced  number  of  bits  per 
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sample),  but  at  higher  bit  rates,  PCM  is  superior  to  DM.  The  quality  of  5-bit  PCM  is 
low  for  most  purposes  in  telephony.  For  telephone  quality  voice  signals,  it  has  become 
conventional  to  use  S-bit  PCM.  Equivalent  voice  quality  with  D.M  can  be  obtained  by- 
using  bit  rates  much  larger  than  64  kbps  (Ref.  6:  pp.  450-451].  The  military’  standard  for 
digitized  voice  coimnunication  is  16  kbps  using  continuously  variable  slope  delta  modu¬ 
lation  (CVS  DM). 

The  use  of  D.M  is  therefore  rcconuuended  only  in  certain  circumstances:  (1)  if  it  is 
necessary  to  reduce  the  bit  rate  below  40  kbps  and  limited  voice  quality  is  tolerable,  or 
(2)  if  extreme  circuit  simplicity  is  of  over-riding  importance  and  the  accompanying  use 
of  a  high  bit  rate  is  acceptable.  [Ref  6:  p.  450] 

B.  DISCUSSION  OF  THE  DESIGN  TYPES 

Present  DM  systems  use  a  clock  to  generate  bits  at  fixed  rates  (16  kbps  or  32  kbps). 
The  system  clock  that  runs  at  a  fixed  rate  usually  determines  the  sampling  rate.  This 
procedure  also  requires  lowpass  filtering  of  the  input  signal  (before  sampling)  to  remove 
all  frequency  components  exceeding  one-half  of  the  sampling  rate.  This  filter  is  referred 
to  as  an  anti-aliasing  filter. 

This  research  investigates  experimentally  an  undocked  DM.  The  bits  have  variable 
width.  Therefore  bit  rate  is  not  a  constant  quantity.  Because  of  these  features,  this  type 
of  D.M  is  called  variable  bit  width  delta  modulator  (VBWD.M). 

The  first  VBWDM  hardware  design  consisted  of  three  main  elements:  a  diflerential 
amplifier,  a  hard  limiter  (quantizing  clement)  and  an  analog  integrator  (leaky)  at  the 
feedback  loop.  1  he  block  diagram  of  this  design  is  shown  in  Figure  3. 


Figure  3.  Block  diagram  of  the  First  VBWDM  design. 


riic  result  was  unsaiisnictoiy  because  of  oscillation  itiside  the  loop  due  to  the  liigh 
gain  of  the  h.'ud  limiter.  A  second  design  replaced  the  analog  integrator  in  the  feedback 
loop  u  ith  a  digital  integrtilor  to  eliminate  the  oscillalioji.  The  l)lock  diagram  is  shown 
in  figure  4.  Sttiblc  operation  is  achieved,  but  the  bit  rate  is  high  because  of  the  granular 
noise. 


l  ignie  4.  Block  ditiginin  of  the  sccotit!  VBWDM  design. 


As  a  modilication  to  the  .second  VBWDM  design  to  reduce  the  granular  noise,  a  bit 
rate  i eduction  circuit  is  .added  to  the  output  ofthe  hard  limiter,  riguro  5  shows  the  final 
version  of  the  VUWD.M  design  with  this  modilication.  In  Chapter  III,  the  design  of  this 
VBWD.M  shown  in  f  igure  5  is  |ircscntcd  in  dcl.'iil.  An  open-loop  type  of  variable  bit 
v.idlh  ADC  (modilied  hard  I'l.ater)  was  also  built  and  tested  as  a  part  of  this  research. 
This  design  is  tiealed  in  Ch.iincr  IV. 


VBWDM 

Output 


figure  5.  Block  diagiam  ol  the  VIt\\'UM  with  (he  hit  ia(c  icdiietion  ciicuit. 
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III.  HARDWARE  REALIZATION  OF  THE  VBWDM 

This  chapter  mainly  deals  with  the  explanation  of  the  hardware  blocks  of  the  vari¬ 
able  bit  width  delta  modulation  (VBWDM)  voice  communication  system  that  has  been 
designed,  constructed  and  developed  as  a  part  of  this  research.  The  system  consists  of 
three  parts:  a  transmitter,  a  filter  which  simulates  a  transmission  channel  and  a  receiver. 

A.  TRANSMITTER  SUBSYSTEM 

Since  no  carrier  modulation  occurs  at  the  transmitter,  there  exists  only  an  analog- 
to-digital  (A-to-D)  converter,  which  is  the  VBWDM  here.  The  block  diagram  of  the 
VBWDM  transmitter  is  illustrated  in  Figure  6. 

For  analysis  purposes,  the  transmitter  design  can  be  divided  into  three  subsystems. 
The  first  two  form  a  closed  loop.  These  three  are:  the  forward  path,  including  the  one 
bit  (.A-to-D)  converter  element  of  the  VBWDM;  the  feedback  path,  containing  the 
digital-to-analog  (D-to-A)  conversion  elements  that  constitute  the  digital  integrator;  and 
the  bit  rate  reduction  circuit  that  follows  the  forward  path. 

The  VBWDM  is  a  hybrid  design  consisting  of  7  linear  and  3  digital  integrated  cir¬ 
cuits.  The  complete  circuit  diagram  is  included  in  the  Appendix.  The  rest  of  this  chapter 
gives  a  detailed  description  of  the  elements  that  constitute  the  forward  path,  feedback 
path  and  the  bit  rate  reduction  circuit,  and  also  explains  the  theorx’  behind  their  opera¬ 
tion. 

I.  Fonvard  Path 

Elements  of  the  fonvard  path  are:  the  input  amplifier,  the  differential  amplifier 
and  the  hard  limiter. 

a.  Input  Amplifier 

The  input  amplifier  is  a  basic  inverting  amplifier  design  using  an  LF  356  op 
amp.  Its  primar}'  function  is  to  amplify  the  input  signal  coming  from  the  source  (signal 
generator  or  tape  recorder).  A  secondarx'  function  is  to  act  as  a  high  impedance  input 
stage  to  avoid  loading  the  source.  The  amplitude  gain  (G)  of  the  amplifier  is  adjusted 
to  a  desired  value  between  one  and  ten  by  the  gain  control  potentiometer  to  make  the 
analog  input  voltage  swing  compatible  with  the  tracking  range  of  the  feedback  loop. 

Special  care  must  be  taken  when  setting  the  value  of  G  since  the  gain  factor 
of  the  forward  path  affects  the  overall  performance  of  the  modulator.  A  small  value  of 
G  tends  to  increase  the  average  bit  rate.  This  situation  is  very  common  in  all  delta 
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modulators,  and  these  bits  are  usually  referred  as  "granular  noise".  In  our  design, 
granular  noise  occurs  because  the  binary  up/down  counter  is  configured  such  that  it  is 
either  counting  up  or  down,  never  residing  at  a  constant  value.  The  continuous  change 
at  the  8-bit  count  vector  that  appears  at  the  output  of  the  counter,  which  is  directly  sent 
to  the  digital-to-analog  converter  (DAC),  causes  a  corresponding  change  in  the  output 
waveform  y(t)  of  the  DAC.  The  voltage  y(t)  is  the  stepwise  approximation  of  the  input 
signal  x(t).  When  the  amplitude  and  sign  change  of  y(t)  exceeds  that  of  x(t),  granular 
noise  occurs.  This  situation  is  also  veiy  commonly  observed  in  closed  loop  control  sys¬ 
tems  and  is  referred  to  as  "hunting"  which  is  a  small  amount  of  oscillation,  usually 
minimized  but  never  avoided. 

Too  large  a  value  of  G  causes  overloading  of  the  system  whereby  the  feed¬ 
back  loop  exceeds  its  tracking  limits.  The  cause  of  this  situation  can  be  explained  as 
follows.  Occasionally,  the  output  of  the  hard  limiter  remains  at  either  a  high  or  low  state 
long  enough  for  the  up/down  counter  to  reach  its  highest  or  lowest  count  (binary  1111 
1 1 1 1  and  0000  0000  respectively)  and  starts  counting  again.  This  causes  a  discontinuity 
in  the  output  waveform,  y(t),  of  the  DAC  where  the  trace  of  the  input  waveform  x(t)  is 
temporarily  lost  and  an  ambiguous  situation  is  met.  Figure  7  illustrates  this  situation. 
This  is  another  natural  behavior  of  the  design.  To  avoid  this  situation,  G  should  be 
adjusted  such  that  the  amplitude  swing  at  the  output  of  the  amplifier  x(t)  is  kept  be¬ 
tween  +  5  and  -5  volts. 


Figure  7.  Discontinuity  of  y(t)  due  to  large  x(t). 
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b.  Summing  Junction 

The  second  element  of  the  forw'ard  path  is  a  differential  amplifier  (LF  356) 
with  inputs  equally  weighted.  In  this  configuration  the  signal  appearing  at  the  output 
is  the  difference  between  the  signal  generated  at  the  feedback  loop,  y(t),  and  the  ampli¬ 
fied  input  signal,  x(t),  applied  to  the  inverting  and  non-inverting  inputs  of  the  opamp 
respectively.  The  output  of  the  differential  amplifier  is  an  analog  waveform  referred  to 
as  the  error  signal,  eft),  that  equals  to  the  difference  between  the  input  signals,  x(t)  and 
y(t). 

c.  Hard  Limiter 

The  hard  limiter  is  the  two-level  quantizer  of  the  DM,  or  it  can  also  be 
considered  as  a  one-bit  ADC.  This  circuit  produces  an  output  which  is  either  high  or 
low  (-t-5  V  and  0  V  respectively,  depending  on  the  polarity  of  the  signal  eft)  present  at 
its  input).  The  hard  limiter  consists  of  an  LM  311  comparator  IC  which  produces  TTL 
compatible  output  voltages. 

2.  Feedback  Path 

The  feedback  path  of  the  VBWDM  contains  the  necessan.'  elements  to  regener¬ 
ate  the  input  signal,  xft),  from  the  digitized  error  signal,  eft).  The  feedback  path  is  re¬ 
ferred  to  as  the  digital  integrator  of  the  VBWDM.  Since  xft)  is  an  analog  waveform,  to 
make  a  comparison,  it  is  necessarv'  to  produce  an  analog  waveform  from  eft),  which  in¬ 
volves  mainly  a  digital-to-analog  conversion  process.  We  name  the  resultant  waveform 
as  yft).  which  is  a  staircase  approximation  to  the  xft).  The  slope  sign  of  yft)  is  deter¬ 
mined  by  the  polarity  of  eft). 

Figure  8fa)  shows  as  the  upper  trace  yft)  for  a  triangular  input  signal  and  xft) 
as  the  lower  trace.  Figure  8fb)  shows  the  same  waveforms  for  a  voice  signal. 

The  elements  of  the  feedback  path  are:  an  8  bit  binary  up  down  counter,  an 
8-bit  digital-to-analog  converter,  a  square-wave  generator  which  serves  as  a  clock,  a 
reference  voltage  supply  and  a  dc  level  shifter. 
a.  8  Bit  Binary  Up! Down  Counter 

The  error  signal  eft)  contains  the  slope  information  of  the  message  xft). 
To  convert  this  one  bit.  two-lcvcl  quantity  into  an  8-bit  number,  an  8-bit  binary 
up  down  counter  is  used. 

The  up  down  control  input  of  the  counter  is  connected  to  the  output  of  the 
hard  limiter  so  that,  when  this  output  is  in  a  high  state  f5  V  or  binaiy  one),  the  counter 
counts  up.  and  when  in  a  low  state  fO  V  or  binary  zero),  the  counter  counts  down.  This 
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Figure  8. 


(a)  Triangular  wave  input. 


(b)  Voice  signal  input. 


Staircase  approximations  (upper  trace)  for  inputs  (lower  trace). 
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way,  an  8-bit  binary^  count  vector  is  produced  at  the  output  of  the  counter,  that  corre¬ 
sponds  to  the  integral  of  e(t). 

Hardware  realization  of  this  8-bit  counter  is  done  by  cascading  two  4-bit 
binary  counter  ICs  (CD  4029),  where  the  first  one  produces  the  lower  4-bits  and  the 
second  one  produces  the  higher  4  bits  of  the  count  vector.  Upon  reaching  an  all-one 
state  (1111  binar>  ),  the  first  counter  chip  issues  a  "cariy-  out"  for  the  second  one,  which 
enables  it  to  proceed  counting.  The  8-bit  parallel  output  of  the  counter  is  connected  to 
the  inputs  of  the  8-bit  DAC  with  the  same  order. 

b.  8  Bit  Digital-to- Analog  Converter 

The  DAC  converts  the  8-bit  count  vector  to  a  corresponding  analog  quan¬ 
tity.  Depending  on  the  binary  count  value,  an  analog  voltage  between  0  V  and  10  V  is 
produced  at  the  output  of  the  DAC,  where  binary  0000  0000  corresponds  to  0  V  and 
binar\-  1111  1111  corresponds  to  10  V.  In  this  case,  the  step  size  is  40  millivolts.  Con¬ 
tinuous  change  of  the  count  value  leads  to  a  continuous  change  of  the  output.  The  re¬ 
sultant  waveform  y(t)  is  a  staircase  approximation  to  x(t). 

Hardware  realization  of  the  DAC  is  done  by  using  a  D.AC  0807  1C,  which 
lias  T1  L-and  CMOS-compatible  noninverting  inputs  and  does  not  require  a  clock  pulse 
to  perform  conversion. 

c.  DC  Level  Shifter 

As  stated  above,  the  output,  y(t),  of  the  DAC  is  an  analog  waveform  whose 
amplitude  varies  between  0  V  to  10  V.  To  make  the  comparison  with  the  input 
waveform,  x(t),  which  has  no  dc  component,  it  is  necessary  to  apply  a  dc  level  shift  to 
y(t).  This  is  done  simply  by  adding  -5  V  to  y(t),  where  5  V  is  obtained  by  a  resistive 
voltage  divider  from  the  10  V  reference  voltage  supply. 

Hardware  realization  of  the  dc  level  shifter  is  a  basic  differential  amplifier 
application  with  LF  356  opamp,  where  5  V  is  applied  to  the  inverting  input  and  the 
D.'\C  ouput  is  applied  to  the  non-inverting  input.  The  resistance  values  are  chosen  to 
give  a  unity  gain  to  the  differential  amplifier. 

d.  Square  M  are  Generator 

A  TTL  compatible  square  pulse  is  required  for  the  counter  chips.  A 
voltage-controlled  oscillator  (VCO)  chip,  ICL  8038,  with  square  wave  output  is  used  for 
this  purpose.  The  VCO  is  configured  to  give  a  50“o  duty  cycle  waveform.  The  dc  fre¬ 
quency  control  voltage  to  the  VCO  is  supplied  via  a  potentiometer  and  the  output  fre¬ 
quency  f  is  adjusted  by  ihis  potentiometer. 
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The  output  frequency  determines  the  slew  rate  of  the  feedback  path.  It 
does  this  by  directly  controlling  the  counting  speed  of  the  counter  chips.  If  is  too 
small,  y(t)  falls  behind  x(t)  and  a  slope  overload  condition  occurs.  If  is  too  large, 
granular  noise  is  created.  With  in  the  range  60  kHz  to  140  kHz,  the  modulator 
worked  satisfactorily.  A  value  of  110  kHz  gave  the  best  result  for  voice  and  music 
signals.  At  this  frequency,  the  slew  rate  of  the  feedback  loop  is  calculated  as  3.5  V/msec, 
which  enables  it  to  follow  a  2  sinusoid  at  1.7  kHz  or,  equivalently,  a  4  V„  sinusoid 
at  850  Hz.  Figure  9  illustrates  the  slope  overload  due  to  a  value  of  equal  to  40  kHz 
with  a  1  kHz  sinusoidal  input  signal  where  2  V, 


Figure  9.  Slope  overload  due  to  a  small  value  of  generator  frequenc} (0.5  V/div, 
0.2msec/div). 

e.  Reference  Voltage  Supply 

For  proper  functioning  of  the  DAC  0807,  a  10.0  V  reference  voltage  is  re¬ 
quired.  An  adjustable  voltage  supply  was  built  to  reduce  and  regulate  the  15  V  board 
supply  voltage  to  10.0  V  by  using  an  LM  317  voltage  regulator  IC. 

3.  Bit-Rate  Reduction  Circuit 

As  mentioned  earlier,  D.VI  systems  generally  suffer  from  two  major  problems, 
slope  overload  and  granular  noise.  In  usual  applications,  slope  overload  is  reduced  by 
increasing  the  clock  rate  or  by  reducing  the  step  size,  or  both.  In  this  application,  since 
the  step  size  was  fixed  (40  millivolts),  the  problem  is  solved  by  increasing  the  value  of 
f.  In  this  application,  to  avoid  granular  noise,  we  applied  filtering  at  the  transmitter. 
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Since  no  synchronization  pulses  were  sent,  this  filtering  process  did  not  introduce  any 
problems. 

The  pictures  in  Figure  10  illustrate  how  well  the  bit-rate  reduction  circuit  re¬ 
moves  the  granular  noise.  In  Figure  10(a)  the  triangular  input  signal  (lower  trace)  to 
the  VBWDM.  and  the  corresponding  bit  stream  (upper  trace)  at  the  input  of  the  bit-rate 
reduction  circuit  is  shown.  It  is  seen  that  granular  noise  exists  at  the  regions  where  an 
instant  slope  change  at  the  input  signal  occurs.  In  Figure  10(b)  the  picture  shows  the 
output  of  the  bit-rate  reduction  circuit  (upper  trace)  with  respect  to  the  same  input 
(lower  trace).  It  is  seen  that  the  granular  noise  bits  are  removed  successfully. 

The  bit-rate  reduction  circuit,  which  is  the  final  block  of  the  transmitter  sub¬ 
system,  has  two  elements,  a  lowpass  filter  (LPF)  followed  by  a  comparator  with  adjust¬ 
able  dc  threshold. 

a.  Lou-pass  Filter 

When  no  signal  is  present  at  the  input  of  the  modulator,  a  pulse  train  from 
the  hard  limiter  at  half  the  frequency  of  the  generator  (55  kHz  in  this  case)  appears 
at  the  input  of  the  LPF.  The  goal  is  to  prevent  these  pulses  from  reaching  the  commu¬ 
nication  channel,  since  they  increase  the  average  bit  rate  and  contain  no  information. 
With  this  reasoning,  it  is  obvious  that  the  cutoff  frequency  ( /  )  of  the  LPF  should  be 
chosen  to  be  loss  than  55  kHz.  But  f,  should  have  value  large  enough  to  pass  the  pulses 
that  contain  the  information  during  the  normal  operation  of  the  modulator.  The  filter 
cutoff  frequency/^  is  experimentally  selected  as  10  kHz.  An  AF  150  second-order  active 
filter  1C  is  used  to  realize  the  LPF.  The  LPF  also  removes  the  high  frequency  compo¬ 
nents  introduced  by  the  hard  limiting  process. 

b.  Hard  Limiter 

The  output  waveform  of  the  LPF  is  analog.  For  this  reason  another  hard 
limiter  is  used  at  this  stage  as  an  A-to-D  converter.  The  hard  limiter  was  built  using  an 
LM  311  comparator  IC. 

The  only  difference  between  this  hard  limiter  stage  and  the  one  realized  in 
the  DM  is  that  this  one  has  an  adjustable  dc  threshold.  The  output  of  the  first  hard 
limiter  is  unipolar  and  the  LPF  is  dc-couplcd  to  it.  Therefore,  the  waveform  at  the  input 
of  the  second  hard  limiter,  which  is  the  output  of  the  LPF,  contains  a  dc  component. 
From  the  measurements  taken  at  the  input  of  the  hard  limiter,  this  dc  component  was 
found  to  be  lower  than  0.5  V  at  all  times;  therefore,  the  threshold  voltage  is  adjusted  to 
this  value  to  assure  the  proper  functioning  of  the  hard  limiter. 
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(a)  The  input  bit  stream  (upper  trace). 


(b)  The  output  bit  stream  (upper  trace). 


Figure  10.  The  input  and  the  output  of  the  hit  rate  reduction  circuit  that  correspond 
to  tlie  triangular  naveforin  applied  to  the  VBWDM. 
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'I'lic  output  wavcfonn  of  tlic  liard  limiter  is  again  in  I' TL-  compatible  digital 
form.  In  carrier  systems,  these  pulses  are  sent  to  a  carrier  modulator  before  passing 
through  the  communication  channel.  In  our  application  no  carrier  modulation  is  used 
and  so  the  pulses  are  sent  directly  to  the  communication  channel  which  is  simulated  with 
a  LPF. 

B.  CHANNEL  SIMULATING  FILTER 

One  of  the  main  olijcctives  of  this  research  is  to  determine  the  channel  bandwidth 
(I3\Vj  reciuircd  for  intelligible  voice  communication  with  VBWDM,  since  most  practical 
communications  applications  are  through  bandlimited  channels. 

In  usual  D.M  applications,  the  bit  rate  is  equivalent  to  the  clock  rate  of  the 
modulator.  In  our  case,  there  is  no  clock  used  at  the  modulator,  therefore  neither  the 
number  of  bits  transmitted  to  the  channel  nor  the  bit  width  (bit  period)  is  a  constant 
value.  For  these  reasons,  it  is  not  possible  to  calculate  the  required  B\V  analytically. 
The  experimental  procedure  used  for  determining  the  BW  requirement  is  as  follows. 
Since  only  pulses  (baseband  signal)  are  sent,  a  Ll’F  is  the  appropriate  choice  to  simulate 
the  bandlimited  communication  channel.  '1  he  criteria  used  for  determining  the  cutoff 
frequency  of  the  LPF  is  based  on  intelligibility  of  the  recovered  message  at  the  receiver 
output,  which  is  the  voice  signal  reproduced  by  the  speaker,  By  trial,  the  BW  required 
is  determined  as  1.,''  kllz  for  intelligible  voice  transmission. 

An  AF  1  5U  I.l’l'  1C  is  used  for  the  hardware  realization  of  the  channel  filter.  1  he 
picture  in  Figure  1 1  illustrates  the  behavior  of  the  channel  filter  to  the  transmitted 
pulses,  I  he  measured  iVcquency  response  of  the  filter  is  given  in  Figure  12  and  the  cir¬ 
cuit  diagram  is  included  in  the  Appendix. 


Figure  II.  IIic  input  pulse  train  to  llie  clianiiel  filter  (up|)er  trace)  and  the  output 
(loner  trace). 
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C.  RECEIVER  SUBSYSTEM 


The  usual  demodulator  for  a  DM  application  is  the  replica  of  the  feedback  loop  that 
is  used  in  the  modulator.  In  this  application,  our  goal  was  to  reproduce  an  intelligible 
voice  signal  from  the  output  of  the  channel  in  a  simple  way. 

As  seen  in  Figure  13,  the  receiver  consists  of  a  lowpass  filter  and  an  audio  amplifier. 
The  circuit  diagram  is  included  in  the  Appendix. 


Input 


Audio 

Output 


Figure  13.  Block,  diagram  of  the  receiver  subsystem. 

1.  Receiver  Filter 

The  Ll’F  used  here  corresponds  to  the  "leaky  integrator"  or  to  the  "accumula¬ 
tor"  used  in  the  demodulator  part  of  the  usual  DM  applications.  It  has  a  second-order 
transfer  function  and  a  3  dll  cutoff  frequency  of  1.5  kllz. 

Tlic  channel  filter  and  the  receiver  filter  have  the  same  properties  and,  when 
cascaded  (as  in  our  application)  they  form  a  LPF  of  fourth-order  whose  3  dB  cutoff 
frequency  is  1  kllz,  with  a  40  db  per  decade  attenuation  slope  thereafter.  Due  to  the 
gain  characteristics  of  the  AF  150  IC,  a  total  gain  factor  of  between  31  db  to  16  db 
(values  are  for  100  llz  and  3  kllz  respectively)  is  applied  to  the  signal  after  the 
modulator. 

2.  Audio  Amplifier 

To  drive  a  loudspeaker  for  reproduction  of  voice  signals,  an  audio  amplifier  was 
used  after  the  LPF.  By  using  the  volume  adjust  potentiometer,  the  gain  of  the  amplifier 
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is  adjusted  to  a  desired  level  between  0  db  and  20  db.  The  hardware  realization  of  the 
audio  amplifier  uses  an  LM  318X  IC. 

The  photographs  in  Figure  14  illustrate  three  sample  input  signals  to  the 
VBWDM  and  their  corresponding  reproduced  forms  at  the  receiver  output. 
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(a)  Voice  signal. 


(b)  Music  signal. 


Figure  1-4.  Sample  input  signals  to  the  VBWDM  (loner  traces)  and  their  re 
produced  forms  at  the  receiver  (upper  traces). 


IV.  HARDWARE  REALIZATION  OF  THE  HARD  LIMITER  TYPE  OF 

ADC 


This  chapter  gives  the  detailed  description  of  the  hardware  and  the  operation  of  the 
hard  limiter  type  of  analog-to-digital  converter  (ADC)  that  was  designed,  built  and 
tested  as  a  part  of  this  research. 

It  is  well-known  that  hard  limited  voice  signals  are  intelligible  when  recovered  with 
a  speaker  (LPF).  However,  the  absence  of  a  signal  at  the  input  of  the  hard  limiter  or  the 
presence  of  a  w’eak  voice  signal  creates  rapid  switching  of  the  limiter  output.  This  results 
in  high  average  bit  rates.  In  the  design  of  the  open-loop  ADC  here,  a  circuit  is  included 
to  prevent  this  rapid  switching. 

A.  ONE-BIT  ADC 

The  system  is  an  open-loop  system,  and  the  decision  criteria  of  the  one-bit  A-to-D 
conversion  process  is  mainly  based  upon  comparison  of  the  analog  input  waveform  with 
a  constant  dc  threshold  voltage  setting. 

In  the  hardware  realization,  1  logic  and  8  linear  ICs  are  used.  The  complete  circuit 
diagram  of  the  hard  limiter  type  of  ADC  is  included  in  the  Appendi.x. 

The  block  diagram  of  the  one-bit  hard  limiter  type  of  ADC  design  is  shown  in 
Figure  15.  The  design  is  divided  into  three  functional  parts:  the  switch  control  circuit, 
the  hard  limiter  and  the  TTL  output  stage. 

1.  Switch  Control  Circuit 

The  purpose  of  the  circuit  is  to  provide  the  control  voltage  for  the  analog  switch 
IC  (CD  4066)  to  make  it  close  when  the  magnitude  of  the  input  signal  is  above  the 
threshold  level  and  to  make  it  open  otherwise.  The  switch  control  circuit  consists  of  an 
absolute  value  amplifier  and  a  comparator  with  dc  threshold  setting. 
a.  Absolute  Value  Amplifier 

Two  LM  301  op  amps  are  used  for  the  hardware  realization,  The  circuit 
actually  is  an  inverting  type.  Therefore,  a  unity  gain  inverter  stage  with  another  LM  301 
op  amp  follows  the  absolute  value  amplifier. 

The  purpose  of  the  circuit  is  to  transform  the  input  signal  into  a  unipolar 
form.  This  is  required  for  making  it  possible  to  use  a  single  threshold  setting  for  bipolar 
(analog)  input  signals  (voice,  music  signal  from  a  tape  recorder  or  a  test  signal  from  a 
signal  generator). 


b.  Comparator  with  Threshold 

The  comparator  is  constructed  using  an  LF  356  op  amp.  The  inverting  in¬ 
put  is  connected  to  the  output  of  the  absolute  value  amplifier  and  the  noninverting  input 
is  connected  to  a  potentiometer  that  acts  as  a  resistive  voltage  divider  for  the  dc 
threshold  setting.  In  relation  to  this  dc  threshold  level,  if  the  absolute  value  of  the  input 
signal  is  above  this  level,  a  -15  volt  output  occurs.  Otherwise,  +  15  volts  is  generated 
at  the  output  of  the  comparator.  The  comparator  output  is  the  analog  switch  control 
voltage.  Due  to  the  specifications  of  the  CD  4066  analog  sw'itch  IC,  the  control  voltage 
is  required  to  be  a  unipolar  quantity,  (it  requires  0  volts  for  the  switch  to  open  and  +  15 
volts  to  close).  Rectification  with  a  diode  (1N4148)  and  inversion  (with  a  unity-gain 
inverter  that  uses  an  L.\l  356  op  antp)  is  applied  to  tlie  output  voltage  of  the  comparator 
to  meet  these  specifications. 

2.  H..rd  Limiter  Stage 

The  hard  limiter  stage  contains  the  elements  that  perform  the  one-bit  (two-level) 
A-to-D  conversion.  These  are  the  analog  switch  and  the  comparator. 
a.  Analog  Switch 

A  CD  4066  chip  is  used  as  the  analog  switch.  The  analog  input  signal  is 
connected  to  the  input  terminal,  and  the  output  of  the  switch  control  circuit  is  applied 
to  the  control  terminal.  With  this  configuration,  only  the  parts  of  the  signal  that  exceeds 
the  specified  threshold  value  are  passed  to  the  comparator.  The  portion  of  the  signal  in 
the  region  about  zero  volts  is  removed  so  as  to  reduce  the  bit  rate  (remove  rapid 
switching  clfccts).  1  he  photograph  in  Figure  16  illustrates  the  analog  waveform  (voice 
waveform)  at  the  input  of  the  switch  (upper  trace),  and  the  corresponding  switch  output 
(lower  trace),  where  the  small  amplitude  (unvoiced  parts)  of  the  speech  signal  arc  re¬ 
moved. 


Figure  16.  Removal  of  tlie  unvoiced  parts  from  the  speech  signal. 
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b.  Comparator 

The  comparator  is  the  one-bit  (two-levcl)  ADC.  The  circuit  consists  of  an 
LF  356  op  amp.  The  non-inverting  input  is  connected  to  ground  as  a  reference  and  the 
inverting  input  to  the  output  of  the  analog  switch.  When  the  waveform  received  from 
the  analog  switch  is  above  ground  potential,  the  comparator  output  is  -15  volts.  When 
the  analog  switch  is  open  or  the  wavclbrm  is  below  ground  potential,  -I- 15  volts  occur 
at  the  output.  As  the  remaining  part  of  the  circuit  is  designed  for  unipolar  operation, 
half-wave  rectification  of  the  comparator  output  is  performed  using  a  1N4148  diode. 
After  rectification,  the  amplitude  of  the  voltage  is  adjusted  by  using  a  potentiometer  to 
give  +  5V  maximum  output. 

3.  TTL  Output  Stage 

This  circuit  converts  the  bit  stream  generated  by  the  hard  limiter  to  a 
TTL-compatible  unipolar  return-to-zero  (RZ)  format.  The  elements  of  this  stage  arc  a 
voltage  follower  and  an  AND  gate. 

The  picture  in  Figure  17  shows  a  voice  signal  at  the  input  of  the  comparator 
and  the  corresponding  RZ  waveform  achieved  at  the  output  of  the  TTL  output  stage, 
which  is  also  the  output  of  the  hard  limiter  type  of  ADC. 


Figure  17.  Voice  signal  and  the  corresponding  bit  stream  at  the  output  of  the  hard 
limiter  type  of  ADC. 
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a.  Voltage  Follower 

An  LM  310  voltage  follower  IC  is  used  for  this  purpose.  This  is  the  inter¬ 
mediate  stage  between  the  comparator  and  the  A\D  gate.  It  acts  as  a  buffer  for  the 
comparator  to  drive  the  TTL  AND  gate. 

b.  AND  Gate 

To  give  the  waveform  a  TTL  compatible  shape,  an  AND  gate  is  used  at  the 
output  stage.  One  input  of  the  AND  gate  is  connected  to  +5  volts  and  the  other  input 
to  the  output  of  the  voltage  follower.  In  this  configuration  the  AND  gate  produces  a 
"0"  for  input  voltages  less  than  0.8  volts  and  a  "1"  for  inputs  larger  than  2  volts.  These 
outputs  correspond  to  0.2  volts  and  3.4  volts  respectively  for  a  typical  7408  (TTL)  IC. 

The  remaining  parts  of  the  system,  the  channel  filler  and  the  receiver,  are 
the  same  as  described  in  the  previous  chapter. 

The  photographs  in  Figure  18  illustrate  two  sample  input  signals  to  the 
hard  limiter  type  of  ADC  and  their  corresponding  reproduced  forms  at  the  receiver 
output. 
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(a)  Music  signal. 


(b)  Voice  signal. 


Figure  18.  Sample  input  signals  to  hard  limiter  type  of  ADC  (upper  traces)  and 
their  reproduced  forms  at  the  receiver  (los\er  traces). 
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V.  MEASUREMENTS  AND  RESULTS 

Since  the  bits  entering  the  channel  filter  have  variable  widths,  the  bit  rate  is  not 
constant.  Consequently,  the  average  bit  rate  is  measured  as  follows.  A  frequency 
counter  counts  for  one  second  the  number  of  binary  one  bits  entering  the  channel,  and 
the  largest  number  displayed  on  the  counter  during  a  speech  passage  of  several  seconds 
is  recorded.  The  number  of  binary  zeros  in  that  passage  equals  to  the  number  of  ones, 
since  for  each  high  level  of  voltage  there  has  to  follow  a  low  level.  So,  the  average  bit 
rate  is  twice  the  counter  reading. 

Applying  this  method,  the  average  bit  rate  is  determined  to  be  in  the  range  of  2  to 
4  kbps  for  voice  and  2  to  5  kbps  for  music  signals,  using  VBWDM.  For  the  hard  linuter 
type  of  ADC,  the  results  are  1  to  3  kbps  and  1  to  4  kbps,  respectively. 

It  is  observed  that  bit  rate  is  dependent  on  the  vocal  characteristics  and  the  sex  of 
the  speaker.  Also  the  quality  and  the  intelligibility  achieved  with  the  VBWD.M  is  found 
to  be  better  than  the  hard  limiter  type  of  ADC  for  the  same  average  bit  rate. 

Determination  of  the  minimum  bandwidth  requirement  is  done  by  decreasing  the  3 
dB  cutoff  frequency  of  the  channel  filter.  The  decision  criteria  was  again  the  intelli¬ 
gibility  of  the  reproduced  signal.  At  each  trial,  the  same  sample  messages  are  used  for 
evaluation.  With  this  method  the  minimum  channel  bandwidth  is  determined  to  be  1.5 
kHz.  At  lower  bandwidths  (i.e.,  1  kHz,  0.5  kHz)  intelligibility  is  preserved  to  some  ex¬ 
tent.  but  there  is  a  lack  of  speaker  identification. 
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VI.  CONCLUSIONS  AND  RECOMMENDATIONS 


A.  CONCLUSIONS 

A  VBWDM  and  a  hard  limiter  type  of  one-bit  ADC  were  designed,  constructed  and 
tested  in  this  research.  The  objective  was  to  digitize  the  voice  and  music  signals  for 
communication  purposes  without  use  of  a  system  clock  (sampling  at  a  fixed  rate),  so  as 
to  reduce  the  average  bit  rate  and  the  occupied  channel  bandwidth  that  is  required  for 
transmission  of  binary  audio.  This  objective  is  met  with  both  designs,  and  intelligible 
voice  transmission  is  achieved  at  low  bit  rates  without  requiring  synchronization.  Also 
it  is  observed  that  the  communication  link  realized  is  robust  to  channel  degradation. 

Another  favorable  feature  of  the  design  besides  the  hardware  simplicity  is  that  no 
transmission  occurs  when  the  signal  is  absent  at  the  input  of  the  modulator,  which 
means  a  saving  in  the  transmitter  power.  This  is  a  desired  feature,  especially  for  mobile 
stations  where  power  sources  are  limited. 

Since  the  design  does  not  require  synchronization  or  framing  of  bits,  no  continuous 
transmission  is  necessary.  In  military  applications  this  feature  will  reduce  the  probability 
of  being  intercepted  by  hostile  sources. 

Disadvantages  of  an  undocked  system  are  a  lack  of  multiplexing  capability  and  in¬ 
ability  to  apply  error  control  coding. 

The  designs  may  be  applicable  in  cases  where  limited  bandwidth  usage  is  desired  or 
mandated,  and  the  intelligibility  is  more  important  than  the  reproduction  quality  of  the 
message.  Examples  include  a  service  network  between  two  stations,  and  a  tactical 
emergency  link  in  a  military  operation  that  can  be  used  in  case  of  failure  of  the  other 
available  equipment,  or  against  broadband  jamming  where  a  small  portion  of  the  spec¬ 
trum  is  known  to  be  left  without  threat. 

B.  RECOMMENDATIONS 

Although  it  will  introduce  hardware  complexity,  to  improve  system  performance,  it 
is  suggested  that  the  VBWDM  be  made  adaptive  by  making  the  step  size  variable,  or 
relating  the  oscillating  frequency  of  the  isolated  generator  in  the  feedback  loop  to  a  pa¬ 
rameter  of  the  input  signal. 


29 


APPENDIX  A.  SCHEMATIC  DIAGRAMS 


This  appendix  contains  the  schematic  (wiring)  diagrams  of  the  circuits  built  and 
operated  in  this  research. 

Figure  19  is  a  schematic  diagram  of  the  VBWDM.  The  bit  rate  reduction  circuit 
schematic  diagram  is  Figure  20.  Shown  next  is  the  channel  filter  circuit  in  Figure  21. 

The  receiver  schematic  diagram  is  Figure  22,  and  the  the  hard  limiter  type  of  ADC 
schematic  diagram  is  Figure  23. 
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hard  limiter 


Figure  20.  Sclieiiiatic  diagram  of  llie  bit  rate  reduction  circuit 
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comparator  inverter  analog  switch 
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